MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  09  Township:  8  North  Range:  2  West  Corner  ID:  Van  Bu  1-05 

Monument  Description  &  Remarks:  Found  IV2”  bent  Iron  Pipe,  12"  under  surface  of  black  top,  at  NW  corner 
of  section.  (Witness  measurements  to  center  of  pipe,  3"  below  top.) 

References  On  File:  Survey  drawing  of  Wilson  Minor  Subdivision  by  Graham  Surveying,  on  file  in  the  County 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  that  this  document  was  prepared  under  my 
direction  in  accordance  with  the  provisions  of  Section  36-2-12- l^^ChMo^iana  Code;  and  the  above  data  is 
given  undepmy  hand  and  seal  this  4th  d 


Administered  by  the  Monroe  Cp^unty  Surveyor  Review 


^  '"seal)  I 


Date: 


November  18, _ 1  QQQ 



SEAL  1  1 
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